360                      COMPLETE   SPECIFICATIONS.
embankment, in which case- it shall be paid for as embankment only, but otherwise it shall be measured and paid for in excavation. He shall plant the entire surface of the completed levee with living roots or sods of Bermuda grass not more than one foot apart, and to the satisfaction of the Engineer in charge. He shall take care to preserve the Engineer's stakes and bench marks, and shall at all times keep the station stakes at or opposite their proper stations.